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ABS cat. no. 1379.0.55.001 

Parramatta (C) 

SELECTED CHARACTERISTICS 


2000 2001 2002 2003 2004 
ESTIMATES OF UNEMPLOYMENT - September quarter 
Unemployment no. = = 3,151 3,664 2,390 
Unemployment rate % - - 4.2 4.9 3.2 
LOCAL GOVERNMENT FINANCE - year ended 30 June 
Total Revenue $'000 88,216 91,974 103,792 110,019 113,675 
Total Expenses $'000 81,288 87,553 96,177 101,950 109,206 
Net Operating Balance (Revenue less Expenses) $'000 6,928 4,421 7,615 8,069 4,469 
Total Assets $'000 872,902 876,841 893,529 944,424 977,934 
Total Liabilities $'000 47,658 47,923 56,570 99,580 126,355 
GFS Net Worth (Assets less Liabilities) $'000 825,244 828,918 836,959 844,844 851,579 
Net Debt (Financial Liabilities less Financial Assets) $'000 -18,293 -18,632 -27,889 -19,930 437 
SELECTED INCOME SUPPORT CUSTOMERS - at June 
Age pension no. = = 11,938 11,953 - 
Disability support pension no. 7 - 4,753 4,743 - 
Newstart allowance no. - = 3,627 3,528 - 
Parenting payment - single no. 7 = 2,618 2,558 - 
Youth allowance no. = = 2,818 2,750 - 
Other pensions and allowances no. - - 5,213 5,322 - 
Total selected income support customers no. . = 30,967 30,854 - 
Percentage of long-term Newstart allowance customers % = = 52.6 56.4 - 
AVERAGE INDIVIDUAL ANNUAL TAXABLE INCOME - year ended 30 $ 
June 36,697 38,406 39,075 40,244 - 


WAGE AND SALARY EARNERS - year ended 30 June 


Wage and salary earners no. 59,331 59,304 57,329 57,773 - 
Wage and salary income $m 2,066.4 2,133.3 2,122.7 2,202.6 - 
Total income $m 2,129.4 2,223.0 2,207.0 2,279.4 - 
Average wage and salary income $ 34,828 35,973 37,026 38,126 - 


Average total income $ 35,890 37,485 38,498 39,454 - 


SOURCE OF PERSONAL INCOME - year ended 30 June 
Wage and salary 

Own unincorporated business 

Investment 

Superannuation and annuity 

Government cash benefit 

Other income 

Total income from all sources 


LAND AREA 


BUILDING APPROVALS - year ended 30 June 
Private sector houses 

Total dwelling units 

Value of total residential building 

Value of total non-residential buildings 

Value of total building 


NEW MOTOR VEHICLE SALES - year ended 30 June 
Passenger vehicles 

Other vehicles 

Total vehicles 


VALUE OF AGRICULTURAL PRODUCTION - year ended 30 June 
Value of crops 

Value of livestock slaughterings and other disposals 

Value of livestock products 

Total value of agriculture 


POPULATION BY AGE AND SExX- at 30 June 
Males - 0 to 4 years 

Males - 5 years to 9 years 

Males - 10 years to 14 years 

Males - 15 years to 19 years 

Males - 20 years to 24 years 

Males - 25 years to 29 years 

Males - 30 years to 34 years 

Males - 35 years to 39 years 


78.5 
5.2 

3.8 

1.7 
10.4 
0.4 
2,699.0 


78.7 
4.3 

4.4 

1.8 
10.4 
0.4 
2,834.0 


Males - 40 years to 44 years 
Males - 45 years to 49 years 
Males - 50 years to 54 years 
Males - 55 years to 59 years 
Males - 60 years to 64 years 
Males - 65 years to 69 years 
Males - 70 years to 74 years 
Males - 75 years to 79 years 
Males - 80 years to 84 years 
Males - 85 years and over 
Males - total 


Females - 0 to 4 years 
Females - 5 years to 9 years 
Females - 10 years to 14 years 
Females - 15 years to 19 years 
Females - 20 years to 24 years 
Females - 25 years to 29 years 
Females - 30 years to 34 years 
Females - 35 years to 39 years 
Females - 40 years to 44 years 
Females - 45 years to 49 years 
Females - 50 years to 54 years 
Females - 55 years to 59 years 
Females - 60 years to 64 years 
Females - 65 years to 69 years 
Females - 70 years to 74 years 
Females - 75 years to 79 years 
Females - 80 years to 84 years 
Females - 85 years and over 
Females - total 


Persons - 0 to 4 years 
Persons - 5 years to 9 years 
Persons - 10 years to 14 years 
Persons - 15 years to 19 years 
Persons - 20 years to 24 years 
Persons - 25 years to 29 years 
Persons - 30 years to 34 years 
Persons - 35 years to 39 years 


no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 


no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 


no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 


5,444 
4,683 
4,386 
3,467 
2,856 
2,267 
2,096 
1,601 
934 
569 
72,627 


4,853 
4,638 
4,411 
4,574 
5,375 
6,443 
5,971 
5,956 
5,201 
4,625 
4,220 
3,314 
2,868 
2,458 
2,087 
2,436 
1,635 
1,470 
73,035 


10,199 
9,553 
9,011 
9,201 

11,059 

12,971 

12,271 

12,280 


5,754 
4,754 
4,483 
3,574 
2,870 
2,323 
2,114 
1,602 
998 
616 
73,907 


4,876 
4,654 
4,526 
4,675 
5,448 
6,218 
6,105 
6,008 
5,367 
4,690 
4,399 
3,399 
2,889 
2,478 
2,496 
2,460 
1,740 
1,547 
73,975 


10,213 
9,631 
9,245 
9,459 

11,106 

12,747 

12,613 

12,315 


5,896 
4,805 
4,434 
3,814 
2,871 
2,396 
2,020 
1,668 
1,055 
631 
74,019 


4,840 
4,614 
4,453 
4,762 
5,935 
6,042 
6,168 
5,805 
5,918 
4,724 
4,315 
3,633 
2,907 
2,510 
2,411 
2,424 
1,803 
1,603 
74,067 


10,040 
9,591 
9,134 
9,595 

11,160 

12,505 

12,689 

11,934 


6,065 
4,861 
4,417 
3,916 
2,945 
2,425 
2,003 
1,678 
1,091 
642 
74,510 


4,783 
4,620 
4,487 
4,698 
5,638 
5,987 
6,243 
5,727 
5,602 
4,811 
4,327 
3,748 
2,895 
2,982 
2,327 
2,403 
1,838 
1,686 
74,402 


9,957 
9,562 
9,192 
9,594 
11,452 
12,329 
12,846 
11,718 


6,169 
4,949 
4,405 
4,043 
3,003 
2,473 
2,008 
1,741 
1,129 
674 
75,628 


4,786 
4,620 
4,501 
4,727 
5,825 
5,962 
6,334 
5,716 
5,732 
4,878 
4,377 
3,813 
2,987 
2,603 
2,294 
2,371 
1,899 
1,732 
75,157 


9,910 
9,607 
9,322 
9,694 
11,832 
12,374 
13,028 
11,738 


Persons - 40 years to 44 years 
Persons - 45 years to 49 years 
Persons - 50 years to 54 years 
Persons - 55 years to 59 years 
Persons - 60 years to 64 years 
Persons - 65 years to 69 years 
Persons - 70 years to 74 years 
Persons - 75 years to 79 years 
Persons - 80 years to 84 years 
Persons - 85 years and over 
Persons - total 


INDIGENOUS POPULATION - PERCENTAGE OF TOTAL 
POPULATION at 30 June 


OVERSEAS BORN POPULATION : PERCENTAGE OF TOTAL 
POPULATION - Census 2001 

Total Born overseas 

Born in Oceania and Antarctica (excluding Australia) 
Born in North-West Europe 

Born in Southern and Eastern Europe 

Born in North Africa and the Middle East 

Born in South-East Asia 

Born in North-East Asia 

Born in Southern and Central Asia 

Born in Americas 

Born in Sub-Saharan Africa 


SPEAKS A LANGUAGE OTHER THAN ENGLISH AT HOME : 
PERCENTAGE OF TOTAL POPULATION - Census 2001 


LEVEL OF POST SCHOOL QUALIFICATIONS : PERCENTAGE OF 
TOTAL POPULATION AGED 15 AND OVER - Census 2001 
Postgraduate Degree 

Graduate Diploma and Graduate Certificate 

Bachelor Degree 

Advanced Diploma and Diploma 

Certificate 

Inadequately described or Not stated 

Total with qualifications 


no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 
no. 


% 


% 
% 
% 
% 
% 
% 
% 
% 
% 
% 


% 


% 
% 
% 
% 
% 
% 
% 


10,645 
9,308 
8,606 
6,781 
5,724 
4,725 
4,683 
4,037 
2,969 
2,039 

145,662 


11,121 
9,444 
8,882 
6,973 
5,759 
4,801 
4,610 
4,062 
2,738 
2,163 

147,882 


0.9 


11.8 


14.5 
13.6 
50.7 


11,414 
9,529 
8,749 
7,447 
5,778 
4,906 
4,431 
4,092 
2,858 
2,234 

148,086 


11,667 
9,672 
8,744 
7,664 
5,840 
5,007 
4,330 
4,081 
2,929 
2,328 

148,912 


11,901 
9,827 
8,782 
7,856 
5,990 
5,076 
4,302 
4,112 
3,028 
2,406 

150,785 


OCCUPATION OF EMPLOYED PERSONS : PERCENTAGE OF TOTAL 
EMPLOYED PERSONS - Census 2001 
Managers and Administrators 

Professionals 

Associate Professionals 

Tradespersons and Related Workers 

Advanced Clerical and Service Workers 
Intermediate Clerical, Sales and Service Workers 
Intermediate Production and Transport Workers 
Elementary Clerical, Sales and Service Workers 
Labourers and Related Workers 

Inadequately described or Not stated 


HOUSEHOLDS BY TYPE - Census 2001 
Lone person households 

Group households 

Family households 

Total households 


FAMILIES BY TYPE - Census 2001 

Couple families with children under 15 and/or dependent students 
Couple families with non-dependent children only 

Couple families without children 

One parent families with children under 15 and/or dependent students 
One parent families with non-dependent children only 

Other families 

Total families 


PROPORTION OF POPULALION IN REMOTENESS AREA - Census 
2001 

Major cities 

Inner regional 

Outer regional 

Remote 

Very remote 


POPULATION DENSITY - at 30 June 


BIRTHS AND DEATHS 


% 
% 
% 
% 
% 
% 
% 
% 
% 
% 


no. 
no. 
no. 
no. 


no. 
no. 
no. 
no. 
no. 
no. 
no. 


% 
% 
% 
% 
% 


persons/km2 


2,476.6 


Births - year ended 31 December no. 2,280 2,156 2,264 2,246 2,201 
Crude birth rate rate 15.6 14.5 15.2 15.0 14.5 
Deaths - year ended 31 December no. 1,119 1,024 1,119 980 1,019 


Crude death rate rate 7.6 6.9 7.5 6.5 6.7 


